Brief comment text:

Hello! I am just another regular American that uses 900MHz band for a variety of weather station and remote sensors. This band is essential and should be left available and usable for everyday Americans to exercise their right to free and open data and communication. Thank you for taking the time to receive and read comments.

-Alec Dodd
